Logged Formula Worksheet (s 

5/22/2012 4:02:07 PM 


TRIAMCINOLONE AC 10MG/ML INJECTABLE 


iiiiiiiniii 


NEW ENGLAND COMPOl 
697 WAVERLY ST. 

697 WAVERLY ST. 
FRAMINGHAM, MA 01 70S 


N 

far 


- 1.507 34 I 
_ 2.508 g -4 J 
31.028 g-f- 


Description: 

Quantity made: 1 1 00 ML Batch yield: 1 ,1 00.000 

Qty remaining: 1 ,100 .000 

Date made: 5/22/2012 
L t number: 0522201 2@1 08 

Bey nd use date: November 18, 2012 4:oi pm 

180 days after compounding date 

Pharmacist: GC 

Technician: <NONE> 

NDC1: 

Packaging: AMBER VIALJWHITE CAPS 
Equipment: 


ve0 
Formula ID: 4796 
Log ID: 230289 





(Added all GM & GMS: 42.28) 


Log Instructions & Notes 


Originally made as: 1100 TRIAMCINOLONE AC 10MG/ML INJECTABLE 
Calculated lot number: 0522201 2@1 08 Beyond use date: 11/18/2012 
FORMULA INSTRUCTIONS: 


st modified: 5/22/2012 4:02:05 PM 



lNEW ENGLAND COMPOUNDING CTR 

97 WAVERLY ST. 

~ DO-994-6322 


FRAMINGHAM, MA 01 70 


jasflfc 


j jRIAMCINOLONE AC 10MG/ML INJECTAB 


ft 052220 12@ 108 


/Cl t/p. 


174756 28 15 000836 


FDA P00091463 



